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By Overnight Delivery 

Gregory N. Connolly, D.M.D., M.P.H. 

Director, Massachusetts Tobacco Control Program 
Massachusetts Department of Public Health 
250 Washington Street, Fourth Floor 
Boston, Massachusetts 02108 

Re: Sampling Procedures for 
2001 Annual Report of Philip Morris Incorporated 


Dear Dr. Connolly: 


Philip Morris Incorporated (“Philip Morris”) intends to implement the 
sampling procedures described below in order to comply with your instructions, 
Massachusetts General Laws, Chapter 94, Section 307B, and the regulations 
promulgated by the Department of Public Health (“DPH”) p 9 lereto. 


Philip Morris will collect 
families of cigarettes manufactured b 
of Massachusetts that have a market share greater than or . 
United States cigarette market. The Marlboro and Basic brand fam 
Philip Morris brands with a national market share of thr^Lp 00 fflfo< 
in the third quarter 2000 Maxwell Consumer Report. “ifflKof the Ma 
brand styles to be collected is attached for your reference. 



sample 

/ Philip Morris and sol ffl 


d style within brand 


mmonwealth 

% 

lercent of the 

q 

the only 


s reported 

1^ 

id Basic 


A listing of brand styles other than Marlboro and Basic that are 
manufactured by Philip Morris and sold within the Commonwealth of Massachusetts is 
also attached for your reference. The brand styles are listed in ascending order by "tar" 
delivery as reported by the Tobacco Industry Testing Laboratory (“TITL") to the Federal 
Trade Commission (“FTC”). 
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The Marlboro and Basic samples will be collected at the ■ - Morns 

warehouse level in Richmond, Virginia. -Philip Morris certifies thatthes^ 

product-- sampled is ---- - mm— . .-——— ~ r~Wr-4g> for 

consistent with the product distributed in the Commonwealth of Massachusetts. A 
subset of the samples will be shipped to your attention . If you would please designate at 
your earliest convenience the additional brand styles that you require Philip Morris to 
sample and test, as well as the subset to be tested utilizing a puff-by-puff “pH” methodology, 
Philip Morris would like to obtain and commence testing the samples as soon as possible 
for submission of the 2001 annual report. An extra copy of the list of additional Philip Morris 
brand styles sold in Massachusetts is attached, as well as a return mailer for your 
convenience in designating those brand styles that you require collected and tested. We 
plan to use the same analytical methodology to test the brands for the 2001 report as was 
used to generate the 2000 report. 

The complete name, title, business address and telephone number of the 
individual designated by Philip Morris as the DPH contact person for inquiries related to 
105 CMR 660.000 et seq. follows. 


Dr. Jane Lewis 

Vice President, Scientific Technical Services 

Philip Morris Research, Development & Engineering 

2000 Bells Road 

Gate S/Door 100 

Richmond, Virginia 23234 

(804) 274-4404 
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Please acknowledge your receipt of this letter by signing and returning 
one copy, together with the additional brand styles to be collected and tested, in the 
pre-addressed, postage paid mailer provided for your convenience. 

Sincerely, 

Philip Morris incorporated 

By: _ 

Title:_ 

ACKNOWLEDGMENT OF RECEIPT 
Commonwealth of Massachusetts 

By: _ 

Title: 
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